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Message Text 

UNCLASSIFIED 

PAGE 01 MOSCOW 00269 07161 1Z 
ACTION EUR- 12 

INFO OCT-01 ISO-OO EB-07 /020 W 

071709Z 105185/65 

R071427Z JAN 77 
FM AMEMBASSY MOSCOW 
TO SECSTATE WASHDC 2821 
INFO USDOC WASHDC 

UNCLAS MOSCOW 0269 

USDOC FOR BEWT/USSR AND TDAD 

E.O. 11652: N/A 
TAGS: BBAK, PINR, UR 

SUBJECT: PERSONNEL CHANGES AT SOVIET FOREIGN TRADE ORGANIZATIONS 

1 . FOLLOWING THE RETIREMENT OF V.P. DASHKEVICH THIS FALL, 

GREGORIY ALEKSANDROVICH KONOPLEV WAS NAMED CHAIRMAN OF V/O 
TEKHOPROMIMPORT. KONOPLEV'S PREVIOUS POST WAS SOVIET 

TRADE REPRESENTATIVE IN SYRIA. 

2. N.I. MEL'NIKOV, CHAIRMAN OF V/O PROMMASHIMPORT, DIED 

WEEK OF NOVEMBER 28. PENDING NOMINATION OF SUCCESSOR, DEPUTY 
CHAIRMAN G.F. RAKHIMBAEV IS ACTING CHIEF OF FTO. 
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Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 -Jan-1 994 12:00:00 am 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: PERSONNEL RESIGNATIONS, PERSONNEL ASSIGNMENTS 

Control Number: n/a 
Copy: SINGLE 

Sent Date: 07-Jan-1977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 -Jan-1 960 12:00:00 am 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977MOSCOW00269 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D770007-0398 
Format: TEL 
From: MOSCOW 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t1 97701 72/aaaacknw. tel 

Line Count: 39 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: 349430dc-c288-dd1 1-92da-001cc4696bcc 

Office: ACTION EUR 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 19-0ct-2004 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 3645143 
Secure: OPEN 
Status: NATIVE 

Subject: PERSONNEL CHANGES AT SOVIET FOREIGN TRADE ORGANIZATIONS 

TAGS: BBAK, PINR, UR, (KONOPKLEV, GREGORITY ALEKSANDROVICH), (DASHKEVICH, V P), 

To: STATE 
Type: TE 
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